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Res Tubular (Redial Flow) 

Cigarette Filter, Itea #35 


Desr Mr. Eclferlch; 

1 acs enclosing « disclosure on the Tubular (jtsdlei Flow; filter, ‘Has idea was 
eoetseiaed by Mr. fi. J*. Super *ttd was aiaply brought to I£§ r hi end re-activated 
because of Mr* Eetfidov’s Interest in the invention. The patent epplieetion 
should be trade in Hr, Super’® as*®. 

I hay# diacusesd this itea with Dr. Wsbehsa end the ss«r.«&ers cad they ere 
agreed that It faes sufficient potentiel velue to Justify a patent application. 

A sketen attached to your letter of Kove-sber 11 shows whet &eeo« to t<e a dual 
filter. Such a filter is not necessary with the Tubular filter although s 
messbreae will be required as a retaining well if the filter has activated 
carbon incorporated in it and if the ges flow goes from the outside to the 
inside, as shows ia figure I of the attached sketch. These sketches say &tve 
you additional ideas about the construction of tbs filter. 

If the Tubular filter should not be patentable, the filter with the flow It or 
ths outside to the inside sad with the activated carbon inside should be 
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pateuteal* because of Its edvsatsg* of rescviag tha total particulate matter 
before it gets ea the carbon sad eoatsssiastes it. 

It is possible that s separate peteat sppliestios could be made oa this lest 
principle, since we *eea to have hers two specific Inveattose. 


tiiacerely yours. 



(ters.) Thelma C. Hentuole 
Patent Llsisoa Officer 
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